Brief comment text:

Strongly against.  That band is in heavy use in my area by Meshtastic on the unlicensed portion as well as by Hams in the licensed HAM portion.    This is becoming important for emergency preparedness in a hilly area where line of site is limited, and texting is the new norm.

In addition with all the pine trees in the area we relay on the only 900MHZ wifi band for ham use and AREDN because at 900MHZ you can make connections through a few trees that are not possible on 2.4 and 4.8 GHZ.  We are currently linking hospitals and other emergency services through ARES groups as a non-critical backup in case of sever emergencies.  In 2020 there were massive forest fires in this area and the 900MHZ AREDN devices were active and helping coordinate livestock and people out of fire evacuation zones.

There are plenty of other bands at the FCCs discretion (like unused portions of the old analog VHF TV spectrum that would be better suited for this).
